To:  Faulk,  Libby[Faulk. Libby@epa.gov] 

Cc:  Claire  Macpherson[CMacpherson@sjbhd.org] 

From:  Flannery  O'Neil 

Sent:  Mon  8/1 0/2015  1 1 :59:44  PM 

Subject:  RE:  Drinking  Water  Update 


This  is  the  one  that  I just  told  you  was  changed  by  the  ICs.  You  stated  that  you  didn’t  need  to  see  the 

updates  before  it  was  released. 


Flannery  O’Neil,  MPH 

Health  Planner  and  Communications  Director 
San  Juan  Basin  Health  Department 
(970)335-2087 
www.sibhd.org 


From:  Faulk,  Libby  [mailto:Faulk.Libby@epa.gov] 
Sent:  Monday,  August  10,  2015  5:31  PM 
To:  Claire  Macpherson  <CMacpherson@sjbhd.org> 
Cc:  Flannery  O'Neil  <foneil@sjbhd.org> 

Subject:  RE:  Drinking  Water  Update 


This  is  the  same  one  I sent  earlier.  Or  has  it  changed? 


Libby  Faulk,  Program  Manager 
Public  Affairs  and  Community  Involvement 
US  EPA,  Region  8 
1595  Wynkoop  Street 

Denver,  CO  80202 

faulk.libbv@epa.gov 

303-312-6083 
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From:  Claire  Macpherson  [mailto:CMacphcrson@sjbhd.org] 

Sent:  Monday,  August  10,  2015  4:58  PM 
To:  Faulk,  Libby 
Cc:  Flannery  O'Neil 
Subject:  Drinking  Water  Update 


Libby  this  has  been  sent  out  to  all  the  PIO  whom  I had  addresses  for  at  the  time.  It  is  ready  to  be 
approved  by  IC. 


Sorry  for  the  confusion, 


Claire  Macpherson 

Regional  Emergency  Preparedness  and  Response  Coordinator 
San  Juan  Basin  Health  Department 
(970)  335-2038  - office 
(970)  749-5042  - mobile 

Like  us  on®#  | www.sibhd.org 
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